INDEX TO SUPPLEMENT FOR VOLUME II, 


1940 


A 


AIk-RAID PRECAUTIONS : 

Births in shelters, 5 

Casualties: Among London insurance practi- 
tioners, 30—Notilication to Service members of 
relatives injured, 30—Domiciliary treatment of, 
31—Casualties services : Resolution on, 18 

Duties of doctors, 2, 6, 9, 11 

Evacuation: Hospitality for doctors’ children 
over-seas, 5, 33—Health services for evacuated 
population, 44 

First-aid posts, equipment at, 49 

Home Office schools, medical profession and, 28 

Medical officers of health, part-time, and, 22 

Mobile units : Medical office > and other personnel, 
41—Attendance of M.O. 

Opticians and (XN. B. nbd 21 

Practice, temporary change of, 28 

Relief from bombed areas: For doctors, 28, 30, 
31, 35, 42—For hospital staffs, 44 

Rest centres, medical supervision at, 45 

Shelters : Medical supervision and attendance at, 
39—Prevention of infection in, 53 

Women in labour in shelters, 5 


Alien practitioners, employment of, 45, 54 

Alison, Crichton, disciplinary case of, 54 

American doctors with British qualifications, employ- 
ment of, 5 

Arnell, Herbert Stanley, disciplinary case of, 55 


Association, British Medical: 


Annual General Meeting, 32, 36, 40 

Committee, Central Emergency: War notices, 
5, 7, 11, 13, 19, 33, 25, 27, 29, 31, 33, 37, 39, 41, 
44, 45, 49, 57 

—— Insurance Acts: Meeting, 3 

Physical Medicine Group : Restriction on 

high- freque ncy apparatus, 25 

Library : List of new books, 16, 24, 26, 34, 56— 
Hours, 36 

Prizes, 6, 18, 24, 32 


Association, Canadian Medical: Annual convention, 
24 


—— Socialist Medical: Casualty services, 18 

Assurance for doctors: Frost damage to cars, 52— 
Motor insurance and loss of use claims, 15—Sus- 
pension of insurance for cars laid up, 9 

Australia: Hospitality for doctors’ children, 5— 
Supply of practitioners, 5, 2 


Bastible, Christopher, disciplinary case of, 51 

BEAUCHAMP, Arthur: Rank in Services, 1 

Board Dental: Opening of session, 11 

—— National Ophthalmic Treatment, Mr. Cham- 
berlain and, 43 

British Guiana Branch: Report of meeting, 16 

British Medical Journal : Education Number 
announcement, 14 


Cc 


Camps, P. W. L.: Group medical practice, 1 

Ceylon Branch : Report of meeting, 55 

CHAKKO-GEORGE, M.: Medical record envelopes of 
recruits, 1 

Chamberlain, Neville, and N.O.T.B., 

CLARK, Willoughby : Salaries of ~4-4 ical officers of 
health, 49 

Committee, London Insurance: Air-raid casualties 
among insurance practitioners, 30 

— Torquay Local Medical War : re doctor, 57 

Connal, John, disciplinary case of, 

Coorerk, H, Astley: Relief for doctors in bombed 
areas, 30 


Correspondence : 
Air-raid precautions: Duties of doctors, 2, 6, 9, 
11—Medical profession and Home Office schools, 
23—Domk iliary treatment of casualties, 31 


American doctors with British qualifications, 
employment of, 54 

Australia, supply of practitioners in, 20 

Central Mileage Fund, 

Compulsory service for ‘* R’’ practitioners, 11, 15 

Emergency Medical Service: Contract, 28, 35— 
Revised terms, 34—Dependants of doctors, 65— 
In Provinces, 38 

First-aid services, control in, 53 

Group medical practice, 1, 9 

Insurance, unemployment, and salaried hospital 
appointments, 40 

Ireland : difficulty of visiting family in, 34 

Locumtenants’ fees, rise in, 4, 10 

Medical calling-up, 35, 40, 41, 46, 53, 58, 62 

officers of health, salaries of, 49 

—— record envelopes of recruits, 1 

Paddington resolution, 20, 23 

Relief in bombed areas: For doctors, 30, 35— 
For hospital] staffs, 44 

Services, rank in, 1, 42 


COUNCIL, GENERAL MEDICAL : 
Disciplinary cases, 50, 54 
President's address, 47 
Restorations, 55 


Council, London County : Consultant anaesthetists,15 
CROWN, 8S.: Medical services in wartime, 9— 
Paddington resolution, 23 


D 


DE Bovk, D. G.: Paddington resolution, 20 

DE SWIET, G.: Medical services in wartime, 8 

Diphtheria immunization; Need for, 48—In Scot- 
land, 58 

Doctors, calling of, 

Drew, A. J. K.: Relief for hospital staffs in bombed 
areas, 44 

Drugs Act, Dangerous : Notices cancelled, 10, 26, 47 
—Withdrawal of authority, 26 


EccLes, W. Me Adam : Medical services in eee, 
EWELL, E. J.: Rise in locumtenents’ fees, 


F 


Factories, appointment of medical officers to 
industry, 62 

Fees for immunization and inoculation, 49 

Files, steel, for ampoules, 33 

First-aid services, control in, 53 

FLETCHER, F. E.: Rise in locumtenents’ fees, 10 

FREMANTLE, Sir Francis: Medical services in war- 
time, 9 

Fund, Central Mileage, 11 

—— Medical War Relief: List of subscribers, 31, 35, 
39, 46, 49, 57—WSee also General Index 


G 


GALLETLY, J. A. : Relief for doctors in bombed areas, 
35 


GALVIN, J.: Unemployment insurance and salaried 
hospital by 40 

GaxTon, Wilfrid : Medical calling-up, 58 

GRAHAM-LITTLE, Sir Ernest: Paddington resolu- 
tion, 23 

Group medical practice, 1, 9 

Guernsey : Appreciation of two medical men, 25 


HARMAN, N. Bishop: Opticians and A.R.P., 21— 
Start of N.O.T.B.: Mr. Chamberlain's contribu- 
tion, 43 

Hendy, Bernard Drummond, disciplinary case of, 50 


High-frequency apparatus, restriction on, 25 

Home Office: edical profession and A.R.P. 
schools, 28 

Hospital out-patient organization (P. Williams), 1 

Hucues, W. Kent: Supply of practitioners in 
Australia, 20 


Industrial hygiene, lectureship on, 62 

Industry, appointment of medical officers to, 62 

Infection, prevention of, 53 

Insurance, National Health: Capitation fee, 57 : 
Resolution of increase of, 56—Central mileage 
fund, 11—Suspension of Regional Medical Service, 
57—Prescribing under N.H.1, Acts (BE. L, Lilley), 59 

4dreland, difficulty of visiting family in, 34 

IntsH, N. W.: Medical calling-up, 41 

IskowITz, Bernard: Employment of American 
doctors with British qualifications, 54 

Islington and appointment of M.O.H.,, 


J 


Jacobs, Martin Herholdt, disciplinary case of, 55 


L 


LANDAU, M.: Relief for hospital staffs in bombed 
areas, 44 

LARKING, Arthur E,: Central Mileage Fund, 11 

Leeds Division : Medical Luncheon Club established, 
34 


Lights on motor cars, 38 

LILLEY, E. Lewis: Prescribing under N.H.1, Acts, 59 

Livingston, Angus Cameron, disciplinary case of, 54 

Locumtenants’ fees, rise in, 4, 10 

London : Reorganization of general relief districts, 12 
— Public Medical Service: Appointment, 36 

Londonderry Division : Title, 10 

Lucas, Maurice Levy, disciplinary case of, 54 


M 


McCurricu, H, J.: E.M.S, revised terms, 34 
MeNeill, Henry, disciplinary case of, 51 
Medical officers of health: A.R.P. work of, part- 
time, 22—Salaries of, 49 
services in wartime, 8, 20 
—— and surgical supplies, economy in, 15 
Milk : certificates under national milk scheme, 10 
Moir, J. L.: Medical profession and Home Office 
A.R.P. schools, 28 
Mombasa Division: Report of meetings, 42, 55, 62 
Montvscul, E.: Relief tor hospital staffs in bombed 
areas, 44 
Motor car: Regulations, 2—Insurance, 9-—Lights 
on, 38 


N 


NEELY, Guy: E.M.S, contract, 35 

NEVILLE, W. 8. Thacker: Group medical practice, 0 
Nixon, J, A.: Duties of doctors in air raids, 9 
Northern Ireland Branch: Report of meeting, 56 
Nurseries, day, 4 


Oo 


Opticians and A.R.P. (N, B, Harman), 21 
Out-patient organization (?. Williams), 17 


P 


Petrol, emergency supplies of, 41 

Pickering, George, disciplinary case of, 51 
Prescribing under N.H.1, Acts (E. L. Lilley), 59 
Prize, Sir Charles Hastings Clinical, 6, 18, 24, 32, 55 
Public health service: Vacancies during wartime, 20 
——-—-—— work, temporary, 23, 57 


= 


I 
| 
| 
E 
| 
B 
H 


4 Jutry-Dec., 1940 


INDEX TO SUPPLEMENT 


SUPPLEMENT To THE 
British MEDICAL JouRNAL 


Q 
QvINN, P.: Medical calling-up, 62 


R 


Rhydderch, Arthur Mervyn, disciplinary case of, 55 
Robertson, Claude, disciplinary case of, 55 


Scotland : Diphtheria immunization, 58 
Se.py, H. J.: Rise in locumtenents’ fees, 10 


SERVICES : 
Air Force, Royal: 
Civilian practitioners at R.A.F. stations, 33 
R.A.F.M.S., 2, 4, 6, 10, 12, 14, 16, 20, 26, 28, 32, 
36, 42, 48, 52, 56, 62 


A.M.S., 2, 4, 6, 10, 12, 14, 20, 24, 26, 28, 36, 42, 
48, 52 

Land Forces: Emergency Commissions, 2, 6, 
12, 14, 22, 24, 28, 32, 36, 42, 48, 56 

Militia, 6 

B.A.M.C., 2, 4, 6, 10, 12, 14, 16, 20, 22, 24, 32, 
34, 36, 42, 48, 52—Doctors wanted, 45 

Regular Army Reserve of Officers, 12, 22, 24, 
26, 32, 36, 42, 48 

Territorial Army, 2, 6, 12, 14, 16, 20, 22, 24, 26, 
28, 32, 36, 52 


Colonial Medical Service, 4, 16, 26, 42, 62 

Indian Medical Service, 2, 16, 22, 30, 42 ~ 

Medical calling-up, 35, 40, 41, 46, 53, 58, 62 

Navy, Royal : 

R.N.MLS., 4, 6, 10, 12, 14, 16, 20, 22, 24, 28, 32, 
34, 36, 42, 48, 52, 56 

Rank in, 1, 42 

Recruits : Medical record envelopes of, 1 
SHERIDAN, Edward: Dental Board, 11 
Situ, A. Hayes: Rise in locumtenents’ fees, 4 
—— John, disciplinary case of, 55 
a. Industrial Health Education, winding up of, 


—— Paddington Medical: Medical services in war- 
time, 8, 20, 23 
Tess, J. E.: E.M.S. contract, 28 
Thornton, Andrew, disciplinary case of, 51 
Tivy, Ceci! B. F.: Medical calling-up, 53 
U 


United Provinces Branch: Report of meetings, 
16, 56 . 


v 


VarTAN, C. K.: Relief for hospital staffs in bombed 


areas, 44 


w 


WALKER, T. : Unemployment insurance and salaried 


hospital appointments, 40 
WaLsH, St. John: Unemployment insurance and 
salaried hospital appointments, 40 


WAR: 


Civilian doctors at R.A.F. stations, 33 

Committee, Central Emergency : War notices, 5, 
7, 11, 18, 19, 23, 25, 27, 29, 31, 33, 37, 39, 41, 44, 
45, 49, 57 

Compulsory service for “‘ R’’ practitioners, 5, 11, 


15 
Delays, 19 
Emergency Medical Service : Contracts, 11, 28, 35 
—RKevised terms, 27, 34—Dependants of doctors, 
35—Revised terms, 37—In Provinces, 38 
First-aid posts: Duties at, 13 
Home Guard : medical care of, 19 
Hospital: Establishment of house posts, 7 
Injuries, certificates for, 19, 49 
Medical services during, 8 
Motor car, regulations for unattended, 2 
Petrol, emergency supplies of, 41 
Steel helmets and civilian duty respirators, 13, 
19, 23, 25, 29, 31 ; 
WATERFIELD, Noel E.: Relief for doctors in bombed 
areas, 30 
Watson-Joe, James Adolphus, disciplinary case of, 54 
WILLIAMS, Pearse : Out-patient organization, 17 


Worrall, R. L., fine reduced, 52 


Published at the Office of the British Medical Association, Tavistock Square, W.C.1, and 
Printed by Eyre and Spottiswoode, Ltd., 98-99, Fetter-lane, E.C.4. 


¥ 
| 
: 
Ar 
| 
i 
/ é 
} 
| 


